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CONCRETE   BLOCKS
lintels, sills, water tables, cornices, columns, arches, or any curved bow windows required, using reinforcement of steel rods or wire
!so m
Projeci*ion
PLATE X.    Illustrating Continuous  Horizontal Air  Space in  Wall   liuilt   on American Hydraulic Stone O'o.'s System.
cloth., if desired, and be much better able to compete with stone or brick work.
The literature of the Mandt Cement Block Co., Stoughton, Wis., illustrates a novel multiple air space wall. This is a two-piece wall, as may be seen by the illustration, Plate XL This is described quite thoroughly in "Municipal Engineering," July, 1905.
PLATE XL    Multiple Air Space Wall of the Mandt Cement Block Co.